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also is manifestly improper, and would be admitted
to be so by any impartial and competent person.
Mr. Schwab admits the plugging of blowholes,
and apparently justifies it on the ground that such
blowholes were not indicative of bad quality in the
plates; but the fact remains that the government
inspector, under instructions from the bureau, re-
jected plates showing extensive blowholes, and con-
sequently that the concealment of blowholes was
a fraud against the Government.
Mr. Schwab partially denies the charge that
plates were passed by the presentation of specimens
purporting to represent them, whereas they did not
do so, having either been treated separately or being
of different metal, but an analysis and comparison
of first and second tests of plates show conclusively;
that this charge is true.
Mr. Schwab denies the charge that ballistic plates
were treated after selection, except in one instance,
where the plate was selected before treatment, in
which case such treatment after selection was
authorized, but the comparison of specimens taken
from two such plates after the ballistic test shows
conclusively that this charge is true.
Finally, there is nothing in Mr. Schwab's state-
ments which would modify the bureau's opinion
that fraud was practised against the government
at the works of the Carnegie Steel Company, with
the knowledge and under the direction of the super-
intendent and other leading men.
The chronological course of subsequent events is in-
teresting:
On December 20, 1893, Andrew Carnegie appeared
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